Dart Aerospace Ltd. 


1j;ate: 


User: 


Thursday, 27/11/20082:23:56 PM 


Julie Dawson 
Process Sheet 


Written By 


Checked & Approved By 


Comment 


Customer 
Job Number 


Estimate Number 


P.O. Number 
This Issue 
Prsht Rev. 
First Issue 


Previous Run 


: CU-DAR001 Dart HelicoptersServices . 
: 43814 
: 11289 


: 27/11/2008 
5.0. No. 


: NC 


: 
1 1 
Type: 
SMALLIMED FAB 
: 41955 


JLG2 
0'6.)1 a') 
: Est. 
A05.05.20 
New issue KJ/JLM 


Drawing Name 


Part Number 
Drawing Number 


Project 
Number 
Drawing Revision 
Material 
Due Date 


: THREADEDROD 


: 034377 
: 03437 REVS 


: N/A 
:S 


: 08/12/2008 
Qty: 
10 
Um: 
Each 


Additional Product 


Job Number: 


I1111111111111111111111111111111111 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
10.0000 Each(s) 


Threaded Rod 


(1) 870-832 18-8 threaded rod makes (15) D3437-7 


Seq.#: 


1.0 


Machine Or Operation: 


870832 


1I11I11111111111111111111 


Description : 


Inventory 


1I11I1111111111 


Pick: 


Qty Part Number 
Description 
Batch 


1 
870-83218-8 
5 
/16-24 Threaded Rod 14106 I.(S- 


Identify as D3437-7 


2.0 
SMALL FAB 1 
SMALL & MEDIUMFAB RESOURCE 1 


I11I111111111111111111111 


G'J /(~'2 ~ 


1111II1111111111111111111 


1111111111111111111111111 


Comment: PACKAGING RESOURCE #1 


Identify and Stock 
L -\ 


Location:__ 
-~ 
\ 


Comment: INSPECT WORK TO CURRENT STEP 


4.0 
PACKAGING 1 
PACKAGINGRESOURCE#1 


1111111111111111111111111 


Comment: SMALL & MEDIUM FAB RESOURCE 1 
,--7 


Cut to length as per Dwg D3437 
Dwg Rev. --..tL..-. 


Deburr 


3.0 
QC5 


Page 1 
Form: rprocess 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod Mar 
QC Inspector 


Part No: 


Resolution: 


PAR#: 
_ 
Fault Category: 
_ 


Disposition: 
_ 


NCR: Yes 
No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description of NC 
Corrective 
Action 
Section B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


- 


, 
NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


Date: 
Thursday, 27/11/20082:23:56 
PM 
User: 
' , 
Julie Dawson 
'. 
Customer: 
CU-DAR001 Dart Helicopters Services 


Job Number: 
43814 


Job Number: 
I111II11111111111111111111111111111 


Seq. #: 
Machine Or Operation: 


5,0 
QC21 


1111111111111111111111111 


Comment: FINAL INSPECTIONIW/O 
RELEASE 


Job Completion 
1I1111111111111111111111111111111111111111111 


Page 2 


Process Sheet 


Drawing Name: THREADED ROD 


Part Number: 034377 


Description : 


FINAL INSPECTIONIWIO RELEASE 


I11111111111111111111111111111 


Farm: rprocess 


DART 


DESIGN 
DRAWN BY 
DART AEROSPACE 
LTD 
RF 
RF 
HAWKESBURY, ONTARIO, CANADA 


APPROVEDII 
DRAWING NO. 
REV. B 
=-r 
D3437 
SHEET 2 OF 4 


DATE 
TITLE 
SCALE 
05.08.11 
AFT STRUTASSEMBLY 
12 


RELEASED 
[oS".o~"b 
JtJ 


ROAO 


t 
0.70 


03437 -3 CLIP 
SCALE 1:1 


RO.063 
(lYP) 


1.00U 


(/>0320+0.010 
. 
-0.000 


RO.50 


SHOP COpy 


RETURN TO 


ENG\NEERINO 
UNCONTROLLED 
COP 


SUBJECf TO AMENDMENT 


~ 
NO ..::::t-J./-k.,L..CJ.,I-T-"-- 


D3437-3 
FLAT PATTERN 


03437-3 CLIP: 


1j MATERIAL: AIS1304/316 S.SSHEET. 0.050 THICK (REF DART SPEC M304S18GA) 
2 TOLERANCES ARE PER DART OSI 018 UNLESS OTHERWISE NOTED 
3 ALL DIMENSIONS ARE IN INCHES 
4 BREAK ALL SHARP EDGES 0.005 TO 0.010 


COPYRIGHT@2005 
BY DART AEROSPACE LTD. 
THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS NOT TO BE USED FOR ANY PURPOSE OR COPIED 
OR COMMUNICATED TO ANY OTHER PERSON WITHOUT WRITTEN PERMISSION FROM DAFl.TAEROSPACE lTD. 


05.08.11 
DART 


DESIGN 
RF 


CHECK~ 


DATE 


DRAWN BY 
DART AEROSPACE 
LTD 
RF 
HAWKESBURY. ONTARIO. CANADA 


APPROVEDJJ 
DRAWING NO, 
REV. B 


9I't" 
D3437 
SHEET 3 OF 4 


TITLE 
SCALE 
AFT STRUT ASSEMBLY 
1:2 


0.040 X 4S. 
CHAMFER 
(2 PLACES) 


rtJ1.00~ 
-G- 


1.13 


0.57 


3.00 


6.00 


DRILL q'}0.272 
TAP 5/16-24 2B UNF 
THRU 


0.500 


0.47 (REF) .1 


-I- 
0.060 


03437-1 
FOOT 


03437.1 
FOOT: 


1) MATERIAL: 6061-T6 (QQ-A-225/8 
OR QQ-A-200/8) 
ALUMINUM ROUND BAR 
(REF. DART SPEC M6061T6R) 
2) FINISH: CHE:MICALCONVERSION COAT PER DART OSI 0054.1 
POWDER COAT WHITE (4.3.S.1) PER DARTOSI 0054.3 
3) TOLERANCES ARE PER DART OSI 018 UNLESS OTHERWISE NOTED 
4) ALL DIMENSIONS ARE IN INCHES 
5) BREAK ALL SHARP EDGES 0.005 TO 0.010 


I" 
2.315 
-I 
ij~---~ 


03437 -7 THREADED 
ROD 


SHOP COPY 


RETURN TO 
rtJ0.313 
ENGINEERING 
er.{REFUNCONTROLLED 
CO Y 


_ ~ 
_ 
SUBJECf 
TO AMENDME 
T 
ill 
WITHOUT 
NOTICE 


l 
No~~~9~ER 


03437-7 
THREAOEDROD: 


1j POSSIBLE SUPPLIER: HASKINS-SPAENAUR PIN 870-832 18-8.5/16.24 SS THREADED ROD 
3 TOLERANCES ARE PER DART OSI 018 UNLESS OTHERWISE NOTED 
4 ALL DIMENSIONS ARE IN INCHES 
5 BREAK ALL SHARP EDGES 0.005 TO 0.010 


COPYRIGHT@2005 BY DART AEROSPACE LTD. 
THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS NOT TO BE USED FOR ANY PURPOSE OR COPIED 
OR COMMUNICATED TO ANY OTHER PERSON WITHOUT WRITIEN 
PERMISSION FROM DART AEROSPACE LTO. 


'. 


05.08.11 


REV.B 


SHEET 4 OF 4 


SCALE 


1:2 


TITLE 
AFT STRUT ASSEMBLY 


DART AEROSPACE 
LTD 
HAWKESBURY, 
ONTARIO, CANADA 


DRAWING NO. 
03437 


DRAWN BY 
RF 


DATE 


DESIGN 
RF 
DART 


4.500 


T~UE 
<I> 0.063 ONE SIDE ONLY, 
AT THE CENTER 
OF THIS FACE 
(2 PLACES) 


0.250 


o 


DRILL (/)0.272 THRU. 
TAP 5/16-24 28 RH 2.0 
DEEP MIN. BOTH SIDE 


03437.5 
STRUT: 


1j MATERIAL: 
AISI,303 STAINLESS 
HEX BAR (DART REF. SPEC M303HO.500) 
2 TOLERANCES 
ARE PER DART OSI 018 UNLESS OTHERWISE 
NOTED 
3 ALL DIMENSIONS 
ARE IN INCHES 
, 
4 BREAK ALL SHARP EDGES 0.005 TO 0.010 
. 


RO.032 


(TY~ 
0.188 


03437.9/.11 
EYEBOLT: 
11 MATERIAL: AISI303 
STAINLESS 
ROUND BAR (DART REF. SPEC M303R) 
2 TOLERANCES 
ARE PER DART OSI 018 UNLESS OTHERWISE 
NOTED 
3 ALL DIMENSIONS 
ARE IN INCHES 
4 
BREAK ALL SHARP EDGES 0.005 TO 0.010 


F= 
'" 
2.53 (034,37-9) 


3.41 (03437-11) 


2.00" 
"I 


5/16-242B 
THREAD 


0.625 


0.531 


0,080 


<1>0.257 


RELEASO 
[ 
0$""'0$1. rb 
?Jt. 


SflGPCOP¥ 
RETURN TO 
fNGlNEERING 
UNCONTROLLED CO Y 


SUBJECT TO AMENDME 
1 
WITHOUT NOTICE 
WPtR.\S-PJP?f!:.. 
NO.-f:t~~- 


COPYRIGHT 
@ 2005 BY DART AEROSPACE 
LTD. 


THIS DOCUMENT 
IS PRIVATE 
AND CONFIDENTIAL 
AND IS SUPPLIED 
ON THE EXPRESS CONDITION 
THAT IT IS NOT TO BE USED FOR ANY PURPOSE 
OR COPIED 
OR COMMUNICATED 
TO ANY OTHER PERSON WITHOUT 
WRlTIEN 
PERMISSION 
FROM DART AEROSPACE 
LTD. 


